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PHOENIX A2 

H Oil 6RAELE BARRY M. GBLDWATER 
UNITED STATES SENATE 


PHCENIX* ARIZONA 
DEAF SLNATBR GBLDWATER: 

SB FLEASED 70 HEAR THE G00D NEWS THAT SURGERY 
A COMPLETE SUCCESS. WISH YOU SPEEDY RECOVERY AND 
LOCK FBRWARD TB RECEIVING Y B UR WISE C0NSEL FR0M 
THE SAME BLD STAND IN THE VERY NEAR FUTURE. 

WARM REGARDS* 

JOHN MCMAHON 
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